DOVER HOTEL 


1744 GLENARM PLACE 
DENVER, COLORADO 

80 comfortable, clean, modern rooms, $1.00 up. 
Suites for families. Over 50 baths. Located in 
heart of Denver. Convenient to theatres and 
shopping district. Adjoining bus terminal and 
60 car garage. Sam Sclavenitis, Owner 
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